Jone ist [| 43° 
r. E. M. Hingeley 
508 Carnegie Hldg., Pittsburgh, Pa. 


(1885) Zanziber, Pisce. Rare type 
La 4 fine 
i888 Mowbasa. Cent. Very Zine 


1812 U.8. Cent Large 8, Very good 


S$ 8S 


